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tube; role of gastrointestinal decompres 
Sion in surgery (Paine), S50 


Dogs 


Duet, 


resee 


ulcer: its surgical treatment Connell 
oat (£.) 
rationale of routine Omentectomy in sub 
total gastrectomy Kirschner and 


Garlock), SS4 

Duodenojejunostomy ; 
infancy 
155 

Duplication of colon and terminal ileum; 
acute appendicitis in adult with two 
separate vermiform 
(Saleeby et al.), 306 

Dvserasias, certain blood, splenectomy, corti 
sone, and corticotrophin ACTIL) in 
treatment of (Elliott and Hyman 
610 


annular panereas in 
Kiesewetter and Koop 


ni ppendices 


kK 

Eck fistula dog, etiology of ** ment 
tion’’ in ( Riddell et al), 675 
Editorials, 144, 327, S31, 997, 


Intoxien 


99S, 1160 


Electrical treatment of eardiace arrest: ear 


diac stimulator-defibrillator 
and Bigelow), 833 


HLopps 


Electrolyte balance; metabolic alterations in 


surgical Krieger et al.) 


5SO 


patients 


metabolism of fructose 

Beal and Smith), 245 

changes in extracellular water 
renal compensations in 
kalosis, as 
eurring in 
et al.), 599 

potassium migration in experimental burns 
(Henry and Amspacher), 740 

role of intracellular and extracellular, in 
eardiae arrhythmias produced — by 
prolonged hypereapnin Young et 
al.), 636 

(Peltier), 198 

clinical study of 

(Fowler and 


in man 
and, and 
chronie al 
those o¢ 
( Roberts 


compared to 
acute alkalosis 


pulmonary : 
fatal cases 
650 


ninety-seven 
sollinger ), 
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problems of tissue 
diagnosis of 


concerning 
reviewing 


Emergency ; 
committee 
acute appendicitis (Thieme), 961 


Emulsions, fat, given intravenously promote 
protein synthesis? Metabolie studies 
on normal subjects and surgical pa- 
tients (Van Itallie et al.), 720 

End-to-end aseptic intestinal anastomosis in 
infants and children (Swenson), 192 

Endarterectomy, distal operative angiography 
as aid in ( Barker), 233 

Endocrine tissue; present status of homo- 
plasty (Conway and Stark), 489 

surgical patients 


‘alorie needs in 


(Elman), 1175 

Enterohepatie circulation of bile acid, ap- 
plication of, to study of patency of 
portacaval shunts (Akita et al.), 
41 

Eosinophil, corticotrophin-, response test 
surgery patients, evaluation 
(Hodgson et al.), 954 


Energy; 


in 
of 


Eosinophilic response to surgery (Dingwall 
et al.), 87 

Epithelial tumor; adamantinoma of mandi- 
ble: analysis of surgical treatment 
(Rankow and Hickey), 7138 


Equilibration time of deuterium oxide fol- 
lowing subcutaneous or intramus- 


cular injection (Howard), 1119 
of water (deuterium oxide), studies on ab- 
sorption and, from gastrointestinal 


a 
-* 


tract following abdominal surgery 
under spinal anesthesia (Howard 
and Davis), 1127 


Esophageal hiatus hernia, fate of: clinical 
and experimental study (Sprafka et 
al.), 519 
reconstruction using 
ileum (Javid), 
replacement with plastic tube, fatal com 
plications after (Wawro), 903 
varices without portal hypertension (Mor- 
ton and Whelan), 1138 


colon and terminal 


on 


Esophagitis, experimental, evaluation — of 
jejunal and colic transplants in 
(Sirak et al.), 399 


Esophagus, spontaneous rupture of (Migliac- 
cio et al.), 826 

Ether-alcohol solvent; complication arising 
from attempted dissolution of com 
mon duct stone (Kelly et al.), 294 

Exercise tolerance test, standardized quantt- 
tative evaluation of mitral commis 
surotomy by means of (Bruce and 
Merendino), 621 

Extracellular electrolytes, role of intracellu 

lar and, in cardiac arrhythmias pro- 

duced by prolonged — hypercapnia 

(Young et al.), 6386 

and electrolytes, changes in, and 

renal compensations in chronic alka- 

losis, as compared to those occurring 

in acute alkalosis (Roberts et al.), 

599 


water 
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approach to 


Extracorporeal circuit, surgical 
vessels with 


transposition of great 
(Mustard et al.), 39 


i 

Facial nerve paresis in parotid surgery 
(Perzik), 751 

Fascia, lyophilized human and ox, in repair 


of hernias (Usher et al.), 117 
Fat assimilation, experimental comparison of 
protein and, after Billroth II, Bill- 
roth I, and segmental types of sub- 
total gastrectomy (Everson), 525 
caloric needs in surgical patients (Elman), 
1179 
embolism (Peltier), 198 
emulsions given intravenously promote pro- 
tein synthesis? Metabolie studies on 
normal subjects and = surgical pa- 
tients (Van Itallie et al.), 720 
liposarcoma (Pack and Pierson), 
687 
Femoral hernias in infants and young chil- 
dren (Owen et al.), 283 
Fibroma of ileum (diagnosed preoperatively 
by barium enema as benign poly- 
poid tumor) and review of benign 
small intestinal tumors (Pearce et 
al.), 299 
Fistula; annular panereas in infaney (Kiese- 
wetter and Koop), 155 
in ano, implantation of cancer cells within 
(Guiss), 136 
Eck, dog, etiology of ‘‘meat intoxication ’’ 
in (Riddell et al.), 675 
Flaps, skin; immediate reconstruction of in- 
jured hand (Edgerton), 335 
burns, experimental production 
(Schmidt et al.), 1163 
Foreword; appraisal of progress in surgical 
therapy (Cole), 160 
Fractures, Colles’ (Key), 998 (E.) 
medullary nailing of (Key), 1160 (F.) 
Fructose, metabolism of, in man (Beal and 
Smith), 248 


tissue; 


Flash of 


G 


Gall bladder; experimental studies of gall- 
stone formation (Fortner), 932 


function (choleeystographie studies)  fol- 
lowing nonspecific trauma  (How- 


ard), 1051 
Gallstone formation, experimental studies of 
(Fortner), 982 
Ganglionic-blocking drugs; study of liver 
damage following induced hypoten- 
sion (Anlyan et al.), 375 
Ganerene, gas—clostridial myositis (Howard 
and Inui), 1115 
absorption of, in closed-loop obstruc- 
tions, effect of inereased atmos- 
pherie pressures and inhalation of 
95 per cent oxygen and helium-oxy- 
gen mixtures on viability of bowel 
wall and (Cross), 1001 





Gas 


, 
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Gas—Cont *d 
gangrene—clostridial 
and Inui), 1115 
Gastrectomy, partial, with or without) vagus 
resection for duodenal or marginal 
uleer (Palumbo et alo), 1043 


myositis — ( Howard 


subtotal, experimental comparison of pro 
tein and fat assimilation after [ill 
roth II, Billroth I, and 
types of (Everson), 525 


seemental 


rationale of routine oOmentectomy — in 
( Kirsehner and Garlock), S84 

interim eval 

results Jowden 


carcinoma, recurrent: 
uation of surgical 
et al.), 204 
mucosa, study of 
SOS 


Gastric 


capillaries of ( Miller 


resection; experiences with management of 


severe bleeding from peptic ulect 
(Mayo and Owens), 413 
spontaneous rupture of esophagus | Migli 
aceio et ali), S826 
Gastrointestinal decompression in surgers 


role of ( Paine), S50 
tract, studies on absorption and equilibra 
tion of water (deuterium 
from, following abdominal 
under spinal anesthesia 
and Davis), L127 
parotid, mucoepidermoid tumor of, in 
6-vear-old child) (Snitman et al. 
966 


oxide 
surgery 


Howard 


Gland, 


cortisone and 
1065 


thyroid, hyperplasia of, 
(Bird and Holder), 
adrenal; bilateral adrenalectomy in 
treatment of advanced carcinoma of 
breast (Strode and Burgess), S71] 


Glands, 


Glomus tumor, hemangioperieytoma, of medi 
astinum ( Fergeson et aly, S20 

Glucose; metabolism of fructose in 

Joeal and Smith), 248 

Gonad; polyorchidism ( Waite 

Graft, skin;  thromboendarterectomy — for 
localized occlusion of terminal aorta 
(Longmire), 286 


man 


971 


skin; evaluation of dermatomes 


(Davis), 92 


Grafting, 


Grafts, fate of: ex 


arterial, 
study Creech et al. 


heterologous 
perimental 
431 
homologous and autogenous 
of hemophilia 
312 
immediate reconstruction of 
hand (Edgerton), 329 


skin, in ease 
(Suma and Martin 


skin; 


injured 


Guinen pigs; factors in neonatal resistance 


to anoxia (Miller and Miller), 916 
H 


Ilamsters, Syrian; 
gallstone 


studies of 
(Fortner), 932 


experimental 
formation 
Hand, 


injured, immediate reconstruction of 


(Edgerton), 329 


SUBJECT 





INDEX 


Heart disease, rheumatic; quantitative eval- 
uation of mitral commissurotomy by 
means of standardized exercise tol- 
erance test (Bruce and Merendino), 
621 

and lung factors contributing to success 
or failure in use of pump oxygena 
tor for complete by-pass of, experi 
mental and clinical (Clowes et al.), 
537 

pulmonary embolism: clinical study of 
ninety-seven fatal eases (Fowler and 
Bollinger), 650 

surgery; production of aortic insufficiency 
with study of arterial tracings ( Alai 
et al.), 237 

inhalation of 95 

and, effect of in 

atmospheric pressures and, 
on viability. of bowel wall and 
ubsorption of gas in closed-loop ob 

structions 100] 


cr 
glomus 


Helium-oxygen mixtures, 
per cent 


creased 


oxVeen 


(ross 
Hemangioperteytoma 
mediastinum 


tumor) of 

Fergeson et ali), $20 

of jejunum (Thompson), 976 

Hemophilia, homologous and nutoyenous skin 
vrafts in case of (Suma and Mar 
tin), 312 

Hemorrhage, intra-abdominal, in man, use of 
intra-aortic balloon catheter tampon 
ade for controlling ( Hughes), 65 

study of liver damage following induced 

hvpotension Anlvan et al.), 375 

administered con 

anti 

( Engel 


Heparin, subcutaneously 
centrated 
congulant 


berg ‘ 762 


aqueous, 


ther apy 


prolonged 
with 
techniques ino arterial Julian et 
aly), 16S 


surgery 


arterial 
cision of, 
in liver 
ten), 256 


Hepatic supply, 


role of 


experimental ex 
intestinal bacteria 
necrosis following Schat 
artery ligation in’ experimental 
observations on 
sure following 
1068S 


animals, 
portal venous pres 
(Caldwell et al.), 
successful cure of false aneurysm of 
Giusefii and Collins), 125 

Elias), 950 
Hernia, esophageal hiatus, fate of: clinical 
and experimental study (Sprafka et 
al.), 519 
modern: 


Space ; 


veins; segments of liver 


trihedral 
anatomic 
(Burton), 106 
repairs, ligament, use of wire 

markers in, with  roentgenologic 
Olson et al.), 270 


inguinal eanal, 
adaptation of its 
boundaries to 


repalr, 


: : 
( ooper s 


studies 
Ilernias, femoral, in infants and young chil 
dren (Owen et alo), 283 
lvophilized human and ox fascia in repair 
of (Usher et al.), 117 
complication of 
(Mervine and Lemmon), 


Herniation; unusual 
tomy 


colos 
1158 








f 
( 





SUBJECT 


primary direet inguinal 


Hernioplasty, 
(Palumbo and Mighell), 278 


Heterologous arterial grafts, fate of: experi- 
mental study (Creech et al), 431 

Hiatus hernia, esophageal, fate of: clinical 
and experimental study  (Spratka 
et al.), 519 

Highway mortality, deceleration, and motor- 
ear (Campbell), 1056 

Histopathologic changes in experimental 
thermal wounds (Price et al.), 664 

Homografted skin, consecutively, on C.FLW. 
mice, study of (Werder and 
Hardin), 371 

Homologous and autogenous skin grafts in 
case of hemophilia (Suma and 
Martin), 312 

lung transplants in dogs, fate of (Ellis 

and Richards), L109 

Homoplasty, present status of (Conway and 
Stark), 487 

Human and ox fascia, lyophilized, in) repair 
of hernias (Usher et al.), 117 

Hvdatid disease. Some criticisms and com- 
ments (Susinan), 176 
ence) 


Correspond 


IIvpereapnia, prolonged, role of intracellular 
and extracellular electrolytes in’ ear 
diac arrhythmias produeed by 
(Young et al.), 636 

Hyperplasia of thyroid gland, cortisone and 
(Bird and Holder), 1065 

Hypertension associated with experimental 
coarctation of aorta, additional ob- 
servations concerning physiology of 
(Seott et al), 445 

portal, esophageal varices without ( Morton 
and Whelan), 1138 

Hypotension, induced, study of liver damage 

following (Anlvan et ali), 375 
techniques in arterial surgery (Julian et 
al.), 169 

IHvpothermia; factors in neonatal resistance 

to anoxia (Miller and Miller), 916 

profound, and simultaneous cardiac stand 
still, tolerance of adult rats to 
(Niazi and Lewis), 25 

repair of atrial septal defeets in man un- 
der direct vision with aid of hypo- 
thermia (Lewis et al.), 538 

techniques in arterial surgery (Julian), 
170 

use of, in prevention of paraplegia follow- 
ing temporary aortic occlusion: ex- 
perimental observations (Pontius et 
al.), 33 


Hleostomy, complications of (Lyons and Gar 
lock), 784 

lleum, fibroma of (diagnosed preoperatively 
by barium enema as benign poly- 
poid tumor), and review of benign 
small intestinal tumors (Pearce et 
al.), 299 
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Lleum—Cont ’d 
meconium peritonitis secondary to congen- 
ital atresia of (Nixon), 1150 
terminal, duplication of colon and; acute 
appendicitis in adult with two sep- 
arate vermiform appendices (Salee- 
by et al.), 306 
esophageal reconstruction using colon 
and (Javid), 132 
Ileus, paralytic; role of gastrointestinal de- 
compression in surgery (Paine), 857 
Infancy, annular pancreas in (Kiesewetter 
and Koop), 146 
Infants and children, end-to-end aseptic in- 
testinal anastomosis in (Swenson), 
192 
and young children, femoral hernias in 
(Owen et al.), 283 
Infarction, omental (Mitchener), 1148 
pulmonary, deep venous thrombosis and, 
occurring as premonitory symptoms 
of thromboangiitis obliterans 
(Creech et ali), 52 
Ingrowing nails, simplified technique — for 
surgery of (Steinberg), 1132 
Inguinal canal, trihedral space; adaptation 
of its anatomic boundaries to mod- 
ern hernia repair (Burton), 106 
hernioplasty, primary direet (Palumbo and 
Mighell), 278 
Injured hand, immediate reconstruction of 
(Edgerton), 329 
Injuries, automobile collision (Livingstone ), 
1059 
Insufficiency, aortic, production of, with 
study of arterial tracings (Alai et 
al.), 237 
Intestinal anastomosis, end-to-end aseptic, in 
infants and children (Swenson), 192 
bacteria, role of, in liver necrosis follow- 
ing experimental excision of hepatic 
arterial supply (Sehatten), 256 
tumors, benign small, review of, fibroma of 
ileum (diagnosed preoperatively by 
barium enema as benign polypoid 
tumor) and (Pearce et al.), 299 
Intestine, large; extrinsic deformities of 
colon mimicking carcinoma (Over- 
ton et al.), 906 
small; unusual complication of colostomy 
(Mervine and Lemmon), 1158 
‘*Tntoxication, meat,’” in Eck fistula dog, 
etiology of (Riddell et al.), 675 
Intra-abdominal hemorrhage in man, use of 
intra-aortic balloon catheter tampon- 
ade for controlling (Hughes), 65 
Intra aortic balloon catheter tamponade, use 
of, for controlling intra-abdominal 
hemorrhage in man (Hughes), 65 
Intracellular and extracellular electrolytes, 
role of, in eardiae arrhythmias pro- 
duced by prolonged hypereapnia 
(Young et al.), 636 
Intrahepatic  cholangiojejunostomy 
and Yamashita), 992 


(Baron 
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Intramuseular injection, subcutaneous © or, 
equilibration time of deuterium 
oxide following (Howard), 1119 


trypsin-in-oil in acute thrombophlebitis, 
diabetic cellulitis, and leg uleer 


( Innertield), 1090 
Intussusception (Goldenberg), 782 
hemangiopericytoma of jejunum (Thomp- 
son), 976 


J 
Jaundice; operations for fibrous stenosis of 


common bile duet (Dogliotti and 
Fogliati), 69 


Jejunal and colie transplants) in’ experi- 
mental esophagitis, evaluation of 


(Sirak et al.), 399 
hemangiopericytoma of 
son), 976 


Jejunum, (Thomp- 


Ix 


Kidney; present status of homoplasty (Con- 
way and Stark), 490 

Kidneys; additional observations concerning 
physiology of hypertension 
ciated with experimental coarcta 
tion of aorta (Scott et al.), 445 

Knee, disease of, 171 (B. Rev.) 

freehand; evaluation of dermatomes 

(Davis), 93 


“asso 


Knife, 


Korean conflict, influence of, on residency 
training in surgery (Howard), 997 
(E.) 


L 


acid, blood; metabolism of fructose 
in man (Beal and Smith), 245 


Lactic 
Leg uleer, intramuscular trypsin-in-oil — in 
acute thrombophlebitis, diabetic 
cellulitis, and (Innerfield), 1090 
Lehrbuch der 
Rev.) 
Ligament, Cooper’s, hernia repairs, use of 
wire markers in, with roentgenologic 
studies (Olson et al.), 270 
Ligation; experimental studies on temporary 


rontgendiagnostik, 174 (3B. 


occlusion of inferior vena cava 
(Moretz et al.), 384 
hepatic artery, in experimental animals, 


observations on portal venous pres- 
sure following (Caldwell et = al.), 
1068 
Limb; veins after sympathectomy (Beacons 
field), 771 
Liposarcoma (Pack and Pierson), 687 
Liver damage following induced hypotension, 
study of (Anlyan et al.), 375 
hydatid disease. Some eriticisms and com- 
ments (Susman), 176 (Correspond- 
ence ) 
necrosis following experimental excision of 
hepatic arterial supply, role of in- 
testinal bacteria in (Schatten), 256 
segments of (Elias), 950 


SUBJECT 





INDEX 


Lobectomy; surgical treatment of pulmonary 

tuberculosis ( Adams), 1037 

heart and, factors contributing to 

success or failure in use of pump 

oxygenator for complete by-pass of, 

experimental and = c¢linical (Clowes 

et al.), 537 

transplants, homologous, in dogs, fate of 
(Ellis and Richards), 1109 

Lymphaties of human pancreas, gross anat 
omy of (Evans and Ochsner), 177 

Lyophilized human and ox fascia in repair 
of hernias (Usher et alo), 117 


Lung, 


M 
Malignant tumors; liposarecoma (Pack and 
Pierson), 687 
Mandible, adamantinoma = of: 
surgical treatment 
Hickey . tka 
Markers, wire, use of, in Cooper's ligament 
hernia repairs with roentgenologic 
studies (Olson et al.j), 270 


analysis of 
Rankow = and 


Mastectomy, radical; 9 cancer f breast 
(Bryant et al.), 863 

Matas, Dr. Rudolph, tribute to (Holman), 1 

‘*Meat intoxication’? in Eek fistula 
etiology of (Riddell et al.), 675 

Meckel’s diverticulum, recurrent 
in (Van Dyk), 140 

Meconium peritonitis secondary to congenital 
atresia of ileum (Nixon), 1150 

Mediastinum, hemangiopericytoma glomus 
tumor) of (Fergeson et al.), 320 


perforation 


Medical schools, selection of students for 
(Roberts), 144 (E.) 
Medullary nailing of fractures 
(E.) 
Mesenteric artery, inferior, effect of stature 
upon point of origin of (Cantor), 
SU 
Metabolic alterations in surgical 
(Krieger et al.), 580 
studies on normal subjects and surgical 
patients. Will fat emulsions given 
intravenously promote protein syn 
thesis? (Van Itallie et al.), 720 
Metabolism of fructose in Beal and 
Smith), 243 
nitrogen, in surgical patients, factors in 
fluencing (Beal et al.), 468 
Mice, C.F.W., study of consecutively homo 
grafted skin on (Werder and 
Hardin), 371 
present status of homoplasty 
and Stark), 491 
Mitral commissurotomy, quantitative evalua 
tion of, by means of standardized 
exercise tolerance test (Bruce and 
Merendino), 621 


Key), 1160 


patients 


man 


(Conwav 


Mortality, highway, deceleration, and motor 
ear (Campbell), 1056 

Motorear, deceleration, highway 
and (Campbell), 1056 


mortality, 
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Mucoepidermoid tumor of parotid gland in | 
6-year-old child (Snitman et al.), 
966 
gastric, study of 
(Miller), S98 
Myeloma, plasma cell, of vertebrae with amy- 
; loid tumor, producing paraplegia 
(Pino), 804 
Mvositis, clostridial—gas gangrene 
: and Inui), 1115 


Mucosa, capillaries of 


( Howard 


N 
Nailing, medullary, of fractures (Key), 1160 
(F.) 
ingrowing, simplified teclinique 
surgery of (Steinberg), 1132 


Nails, for 
Necrosis, liver, following experimental exci- 
sion of hepatic arterial supply, role 
of intestinal bacteria in (Schatten), 
206 
skin, following intravenous use of norepi- 
nephrine ( Kepes et al.), 822 


Needle, suture, with detachable point 
(Glenn), 790 

Neonatal resistance to anoxia, factors in 
(Miller and Miller), 916 

Nerve, facial, paresis in parotid surgery 


( Perzik Ne 751 
injury; immediate reconstruction of in- 
jured hand (Edgerton), 337 
present status of homoplasty (Conway and 
Stark), 490 


Neurology, clinical, textbook of, 171 (B. 
Re v.) 
Newborn child; extension of immediate 


common duet 


al.), 460 
alterations in 
Krieger et al), 


cholangiography — in 

surgery (Gius et 

balance; metabolic 

surgical patients 

O80 

metabolism in surgical patients, factors in 
fluencing (Beal et al.), 468 


Nitrogen 


Nodes; gross anatomy of lymphatics of hu 

man pancreas (Evans and Ochsner), 

181 

Norepinephrine, skin 
travenous use of 
822 


necrosis following in- 


( Kepes et al.), 


Nutrition; caloric needs in surgical patients 
(Elman), 1175 


O 


of gastrointes- 


=< 


surgery 


Obstruction, intestinal; role 
tinal decompression in 
(Paine), 850 


Obstructions, closed-loop, viability of bowel 


wall and absorption of gas in, ef- 
fect of increased atmospheric pres 


sures and inhalation of 95 per cent 
oxygen and helium-oxygen mixtures 
on (Cross), 1001 
Occlusion, acute, of internal 
(Chambers), 980 


carotid artery 
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Occlusion—Cont’d 
localized, of terminal aorta, thromboen- 
darterectomy for (Longmire), 286 
pulmonary embolism: clinical study of 
ninety-seven fatal cases (Fowler and 
sollinger), 650 
temporary aortic, use of hypothermia in 
prevention of paraplegia following: 
experimental observations (Pontius 
et al.), 33 
of inferior vena cava, experimental 
studies on (Moretz et al.), 384 
Oclusion intestinal, 175 (B. Rev.) 





Omental infarction (Mitchener), 1148 

Omentectomy, routine, in subtotal gastrec- 
tomy, rationale of (Kirschner and 
Garlock), SS4 

Operative technics, atlas of—anus, rectum, 
and colon, 686 (B. Rev.) 

Orthopaedic traction procedure, atlas of, 


686 (B. Rev.) 

Ox fascia, lyophilized human and, in repair 
of hernias (Usher et al.), 117 

Oxygen and helium-oxygen mixtures, inhala- 
tion of 95 per cent, effect of in- 
creased atmospheric pressures and, 
on viability of bowel wall and ab- 
sorption of gas in closed-loop  ob- 
structions (Cross), 1001 

Oxygenator, pump, for complete by-pass of 
heart and lung, factors contribut- 
ing to success or failure in use of, 
experimental and clinical (Clowes 
et al.), 537 


P 


acemuaker; electrical treatment of cardiae 
arrest: eardiae stimulator-defibrilla- 
tor (Hopps and Bigelow), 833 
dermatome; evaluation of derma- 
tomes (Davis), 96 


-adgett 


Pancreas, annular, in infancy 
and Koop), 146 
human, gross anatomy of lymphatics of 
(Evans and Ochsner), 177 
and ampulla of Vater, 
aspects of, 171 (B. Rev.) 
Paralytic ileus; role of gastrointestinal de- 
compression in surgery (Paine), 


Soi 


( Kiesewetter 


Papilla 


roentgen 


-araplegia, plasma cell myeloma of verte- 
brae with amyloid tumor, producing 
(Pino), 804 

use of hypothermia in prevention of, fol- 
lowing temporary aortic occlusion: 
experimental observations (Pontius 

et al.), 33 

facial nerve, in 

(Perzik), 751 

gland, mucoepidermoid tumor of, in 


Paresis, parotid surgery 


Parotid 


6-vear-old child) (Snitman et al.), 
966 

surgery, facial nerve paresis in (Perzik), 
751 
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Peptie uleer, acute, as complication of major 
surgery, stress, or trauma (Fletcher 
and Harkins), 212 
experiences with management of severe 
bleeding from (Mayo and Owens), 
412 
Perforation; carcinoma of 
et al.), S14 
recurrent, in Meckel’s diverticulum 
Dyk), 140 
Peritoneal cavity, Boeck’s sareoid of ( Robin 
son and Ernst), 986 
Peritonitis; carcinoma of cecum 
al.), S14 
meconium, secondary to congenital atresia 
of ileum ( Nixon), 1150 
metabolic alterations in surgical 
(Krieger et al.), 580 


cecum ( Martin 


( Van 


(Martin et 


pat jents 


Phrenicotomy; surgical treatment of pul 
monary tuberculosis (Adams), 1030 
Physiology, basic medical, 174 (BL Rev. 
Pigmentation; experimental production of 
flash burns (Schmidt et al.), 1163 
Plasma cell myeloma of vertebrae with amy 
loid tumor, producing paraplegia 
(Pino), S04 
Plastic, new, sprayable, as dressing for oper 
ative wounds, experience with ( Rig 
ler and Adams), 792 
tube, fatal complications after esophageal 
replacement with (Wawro), 903 
Pneumonolysis; surgical 
monary tuberculosis 
Polyorchidism (Waite), 971 
Portacaval shunts, application of enterohep 
atic circulation of bile acid to study 
of patency of (Akita et al.), 941 
hypertension, esophageal — varices 
without (Morton and Whelan), 1138 
pressure following hepatic artery 
ligation in experimental animals 
observations on (Caldwell et al. 
1068 
Poststenotic dilatation: ‘*on cireumseribod 
dilation of artery immediately dis 
tal to partially oeeluding band’ 
(Holman), 3 
Potassium intake; factors influencing nitro 
gen metabolism in surgical patients 
(Beal et al.), 468 
migration in experimental 
and Amspacher), 740 


treatment of pul 
(Adams), 1031 


Portal 


venous 


burns ( Henry 


Pressure, portal venous, following hepatic 
artery ligation in experimental ani 
mals, observations on (Caldwell et 
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